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A D108-AB 


AEROSPACE 


Work Order Customer 


Serial Number Date 


potion Pass/Fail 


Hook Stations 1 - 8 Light station Illuminate when triggered sequentially 


"Auto Dump" feature activates hook stations 1 - 8 in sequential order. 
Light station will illuminate with each hook station. 


Even numbered hook stations illuminate when skipped to and activated. 
LED on circuit board illuminates briefly when unit is activated or reset. 


Odd numbered hook stations illuminate when skipped to and activated. a 
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